
Institution for 
Defective Delinquents 
Luzerne County, 
Pennsylvania 


PLANNING ASSISTANCE 

The benefit of our many years of expe¬ 
rience as well as engineering service is 
available at all times to architects, steel 
fabricators and prison officials as to 
details of cell arrangement and design. 


LOCKS, 

LOCKING DEVICES and 
SECURITY EQUIPMENT 

We manufacture locking devices, elec¬ 
tric locks and hardware for prisons, re¬ 
formatories, asylums, jails, juvenile and 
other types of public institutions. 

We have equipped more than 50,000 
cells located in prominent penal institu¬ 
tions in the United States and Canada 
with our locks and devices. That such 
equipment has given satisfactory service 
is indicated by the many repeat instal¬ 
lations we have had at the same insti¬ 
tutions. More detailed information is 
available in our complete catalog 


INSTITUTIONAL 

HARDWARE 
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“ADAMATIC” ELECTRO-MECHANICAL LOCKS 

for remotely controlled locking of swinging and sliding doors 


Recommended Use 

Lock No. 
Series 

Type 

Door 

Dimensions 
in Inches 

Entrance doors, safety vestibules. 
Heavy duty service. 

51 -E 

Swinging 

131/2x9x378 

Corridor door, wagon and truck 
gates. Heavy duty service. 

55-E 

Sliding 

1 51/2x6x278 

Entrance and corridor doors. Inter¬ 
mittent service. 

120-A 

Swinging 

914x43/,6x3 


B 

51 -E 
electric 
lock for 
swinging 
doors 


INDUSTRIAL LOCKS 

Our electric locks and controls are adaptable to industrial use because of their 
wear resistance and extra security, in addition to standard locks listed, we design 
special modifications, interlocks, electric bolts and related equipment to meet 
individual requirements. 



KEYS 

All locks, except Series 110, 115, 117 and 120-A, are operated by alloy bronze 
keys 4 l A in. long, blades %x% 2 in. These keys are of paracentric type. Special 
design of key and lock cylinder permits easy and quick insertion. Locks of any 
series, except as noted above, may be arranged to operate with one common key; 
viz., in a door with wicket opening, both door and wicket locks may be served 
by the same key; or a sliding elevator door lock may be served by the same key 
as an adjoining swinging corridor door. 



standard prison key 
(illustration about V 2 size) 


CREMONE BOLT SETS • P rison 

Pairs of doors are inherently weak against mass attack. They 
should be equipped with Cremone Bolt Mechanism comprising 
head and foot bolt for each door, dead lock control for inactive 
door and combination snap and dead lock for active door. Foot 
bolt recesses in floor should be as nearly dust-proof as possible, 


of non-corrosive material and made for easy removal and clean¬ 
ing. Specify CR-3D for pairs of doors and CR-3S for single 
doors. These cremones may be keyed from one or both sides. 
Case dimensions 8%6”xl7%6”xl%" head and foot bolts %" 
diameter. 






PRISON AND JAIL HINGES • INSTITUTIONAL BUTTS 

prison and jail hinges—We manufacture hinges in full surface, 
half surface and gap types, made of drop forged steel. Leaf 
widths shown are maximum. Narrower widths are available for 
various widths of buck flanges. Attachment holes are jig-drilled 
before assembly to assure accuracy. Standard prison hinges 
(ADAM #5) are 5" in height x 6 V 2 " in width, leaf thickness 
1 / 2 ", diameter of hinge pins 3 4" with two large totally con¬ 
cealed ball bearings. Provision for lubrication is made on top 
surface of hinge. 

institutional butts — Designed to provide great strength and 
long life combined with graceful streamlined design. Each leaf 
is a rugged solid alloy bronze casting. No bent sheet construc¬ 
tion or bushings. Two sets of hardened and ground tool steel 
ball races in each butt. Large and accurately ground ball bear¬ 
ings. Size of butts (ADAM #4Vi) 41 / 2 " x 4Vi" made of alloy 

bronze, leaf thickness %($”. prison hinge 


institutional butt 


LOCK MOUNTING 

Complete units for safely and conveniently mounting prison 
locks on grille plate and hollow metal doors. Steel welded con¬ 
struction. Prison security screws permit the removal of cover 
plate for lock cleaning or repairs. 


cover plate 
removed 


cover plate 
installed 
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MAXIMUM SECURITY LOCKS 


Recommended Use 

Catalog 

Number 

Dimensions 

in inches 

Type 

Bolt Throw 

in inches 

Case and 
Covers 

Tumblers, 
Lever Type 

Bolt 

Plumbing space access doors, 

electric panels 

1 0 series 

4 14x3x1 14 

Dead lock 

Va 

Malleable 
and steel 

5 of brass 

Alloy 

bronze 

Wicket and food pass doors, 

observation panels 

1 5 series 

4x2%xl Va 

Snap 

Va 

Malleable 
and steel 

5 of brass 

Alloy 

bronze 

Individual sliding cell doors, 

corridor and elevator doors. 

30 series 

10x31/2x1 14 

Dead-locking 

Snap 

Va 

Malleable 
and steel 

5 of brass 

Hard 

steel 

Individual doors for cells, cor¬ 
ridors, armories, dining rooms, 
etc. 

60 series 

814x414x1 14 

Combination 
snap and dead 
lock 


Malleable 
and steel 

5 of brass 

Steel 
with hard 
inserts 

Prison hospitals and entrance 

doors 

60-K series 

814x41/2x1 Vi 

Combination 
snap and dead 
lock with knobs 

Va 

Malleable 
and steel 

5 of brass 

Steel 
with hard 
inserts 

Individual doors for cells, cor¬ 

ridors, armories, dining rooms, 
etc. 

70 series 

8*14x5x114 

Dead-locking 

snap 

Va 

Malleable 
and steel 

5 of brass 

Steel 
with hard 
inserts 

Cells, storage rooms, industrial 
buildings 

80 series 

5!4x3%xl 14 

Dead lock 

Va 

Drop Forged 
and steel 

5 of brass 

Steel 
with hard 
inserts 


INSTITUTIONAL LOCK! 


Recommended Use 

Catalog 

Number 

Dimensions 

in inches 

Type 

Bolt Throw 

in inches 

Case and 
Covers 

Tumblers 

Bolt 

Wards and individual treat¬ 

ment rooms. Mortice lock for 
steel and wood doors. 

1 1 0 series 

6!/8x4 3 /i6X ,5 /4s 

Spring Latch 

plus dead lock 
Knobs included 

1 

Bronze 

Pin Tumbler 
Mogul Cyl¬ 
inder with 
Stainless 

Steel Balls 

Bronze 

Pre-release rooms 

1 1 5 series 

7 3 ^6x4^ 6 x'^6 j 

Spring Bolt 
plus dead lock 
Knobs included 

1 

Bronze 

Same 
as above 

Bronze 

Mortice type Cremone for 

pairs or single hollow metal 
doors. 

1 17 series 

814x914x1% 

(case size) 
10 3 ^6X9 7 /6X 3 ^« 
cover plates 

Dead bolt 

Lock bolt 

1 

Head and 
foot bolts 
% 

Steel case 

Steel cover 
plates 

Same 
as above 

Lock bolt: 
Bronze 

Head and 
foot bolts: 
Steel 

Corridors and dining rooms. 
Outside entrance doors. 

60-K series 

814 x414 x 1 14 

Combination 

snap and dead 
lock with knobs 

Va 

Malleable 
and Steel 

5 Lever Type 
of Brass 

Steel 

with Hard 
Inserts 


GANG LOCKING AND REMOTE CONTROL DEVICES 


Type of 
Institution 

Type 

Entire Row, 
Dead Locking 
and Unlocking by 

Individual Door 

Selection for 
Locking and 
Unlocking by 

Safety Device Preventing 
Deadlocking row if any 
door is not closed. 

Doors or Gates 
Moved by 

Gang 
Locking 
Device for 

Large prisons 

A 

Remote control 
master lever 

Key 

Yes 

Inmate 

Sliding 
cell doors 

Prisons and jails 

B 

Master switch 

Push button 

Unlocked doors indicated 

by signal light 

Electric motor plus 
manual emergency 

Sliding 
cell doors 

County jails 

C 

Remote control 

levers 

Index levers 

Yes 

Officer turning wheel 
in control cabinet 

Sliding 
cell doors 

Prison control areas 

and entrance gates 

D 


Push button 

Open or closed condition 

of gate indicated by 
signal light 

Electric motor plus 
manual in 
guard area 

Sliding 

corridor 

doors 

Medium security quar¬ 
ters, treatment rooms, 
women’s quarters 

E 

Master lever 

Key 

Yes 

Inmate 

Swinging 
cell doors 

Same as Type “E” 

F 

Master lever 

Key 

Yes 

Inmate 

Sliding 
cell doors 

Prisons and jails 

G 


Push button 

Open or closed condition 
of gate indicated by 
signal light 

Electric motor plus 
manual emergency 

Heavy 

sliding 

vehicle 

gates 

Prisons and jails 

J 


Push button 

Open or closed condition 

of gate indicated by 
signal light 

Electric motor or 
manual in 
guard area 

Chain link 
sliding 
vehicle 
gates 

Prisons and jails 

K 

Master switch 

Push button 

Unlocked doors indicated 
by siqnal light 

Inmate 

Sliding 
cell doors 


is shown in first column, our catalog designation follows in column two. What the device accomplishes 
shown by foflowing across page in same horizontal column. 


problem. The type of institution 
and how it is accomplished are 


See Front Covt 
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FOLGER ADAM CO. 3 



































































































SECURITY EQUIPMENT 



A FEW PROMINENT INSTALLATIONS 


California Medical Facility 
Vacaville, California 
California Institute for Men 
Chino, California 
California Institute for Women 
Corona, California 
California State Prison 
Soledad, California 
California State Prison at Folsom 
Repressa, California 
California Vocational Institution 
Tracy, California 
Wisconsin State Prison 
Waupun, Wisconsin 
Wisconsin State Reformatory 
Green Bay, Wisconsin 
U. S. Penitentiary 

Leavenworth, Kansas 
West Virginia Penitentiary 
Moundsville, West Va. 

Maryland Penitentiary 
Battimore, Maryland 
Institution for Defective Delinquents 
Luzerne County, Pennsylvania 


The Penitentiary of New Mexico 
Santa Fe, New Mexico 
Chicago House of Correction 
Chicago, Illinois 
South Dakota Penitentiary 
Sioux Falls, S. D. 

U. S. Penitentiary 
Atlanta, Georgia 
Federal Correctional Institution 
Englewood, Colorado 
Medical Center for Federal Prisoners 
Springfield, Missouri 
Federal Reformatory for Women 
Seagoville, Texas 
Illinois State Penitentiary 
Stateville, Illinois 
Illinois State Penitentiary 
Joliet, Illinois 
Illinois State Penitentiary 
Pontiac, Illinois 
South Carolina Penitentiary 
Columbia, S. C. 

Lebanon Correctional Institution 
Lebanon, Ohio 


Idaho State Penitentiary 
Boise, Idaho 

United States Disciplinary Barracks 
Ft. Leavenworth, Kansas 
Illinois State Penitentiary 
Menard, Illinois 
Illinois State Reformatory 
Sheridan, Illinois 
Illinois State Security Hosp. 

Chester, Illinois 
Minnesota State Prison 
Stillwater, Minnesota 
Minnesota State Reformatory 
St. Cloud, Minnesota 
Indiana State Prison 
Michigan City, Indiana 
Indiana Reformatory 
Pendleton, Indiana 
Michigan State Prison 
Jackson, Michigan 
State House of Correction 
Marquette, Michigan 
Connecticut Reformatory 
Cheshire, Connecticut 


CATALOG AND DESIGN DETAILS UPON REQUEST 


Keyless Selective Electric Locking Device 


Key Cabinets 

Security Screws 

Cell Mirrors 

Clothes Hooks 

Speaking and Observation Panels 

Door Pulls 

Spanner Screws 

Cell Bunks 

Door Rollers 

Cell Lighting Fixtures 



Security Equipment • Institutional Hardware 
JOLIET, ILLINOIS 

California J. Royden Estey & Associates, Engineering Sales 

Representative 2408 Forney St., Los Angeles 31, California 
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